eowio 

Contractor Name STAT(C£E 
Contract Number 
P.R. Amendment Number — 


001/03/04 


CIA-RDP81 B00878R0006Q0060061 -8 

~ Page — ± — of_± — 


PART NUMBER 


NOMENCLATURE 


Ballast 


Indicator 


Transmitter 


Bracket 



ESTIMATED DELIVERY: 120 Days 


prices are fair and reasonable and 
this Exhibit is hereby approved. 

$14, 172.90 


File No. 


11197 


Purchase Request No. 61-201 

Contractor's Exhibit No.- ^ ^ ^ 1 


UNIT 

STATUS 

PACK 

CODE 

EA 

R 

EA 

R 

EA 

R 

EA 

R 

EA 

R 

H9 

B 

EA 

R 

EA 

R 

EA 

N 

EA 

N 

EA 

R 

EA 

N 

EA 

N 

EA 

N 

EA 

R 

EA 

N 

EA 

R 

_ _ 


TOTAL 

PRICE 


DONE UNDER 1918 


1, 376. 75 $ 6, 883. 75 


1, 157.75 5,788.75 


DONE UNDER 1918 


134. 10 


26. 82 


21 . 90 


26. 28 


28.47 


10. 40 


109. 50 


262. 80 


284. 70 


104. 00 


DONE [UNDER 1918 


DONETUNDER 1918 


DONE UNDER 1918 


DONE UNDER 1918 


17. 52 175.20 


51.47 257.35 


DONE UNDER 1918 


34. 55 


172. 75 


Total Price \ $ 14, 172. 90 


FOIAb3b1 


AUTHORIZED BY 
20 Mar 6l 
Contractor warrants prices conform 
to the price fomule in effect on 
date- of -th-i-s- Exhibit-.- 26 Dec. I960 


Signed : 


FOIAb3b1 


5-25-61 




RgreiSfe 2001/03/04 : ciA-RDP8iB00878R00060006006i- l 8 OIAb3b1 


















































































































